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r V of Dr Omar Kirat. The patient is having 
HISTORY: This is a male patient who is seen in the anterior segment came • ^ ^ ._, fo , !owed up by mc 

reading difficulties and poor distance visual acuity, both eyes. He has a his o r> o - . n . es and nQ 

Sna division. Photodynamic therapy was performed, left eye, and his retinitis improved, 
history of past medical illnesses. 



EXAMINATION: 
VISUAL ACUITY: 

Right eye, 20/125, improved with pinhole to 20/1UO 
Left eye 20/300, not improved with pinhole 



INTRAOCULAR PRESSURE: By pneumotonometry: 
Right eye, 18 mmHg 
Left eye, 14 mmHg 



Lett eye, 4U'jw, 1^ "»r . 



DIAGNOSIS: 



1. SUBCLINICAL KERATOCONUS (FORME : FRUSTE), BOTH ^YES. 

2. STATUS POST PHOTODYNAMC THERAPY FOR CHOROIDAL 
NEOVASCULAR MEMBRANE LEFT EYE 

3 HISTORY OF NECROTIZING RETINITIS, LEFT EYE. 
4'. FOVEAL SCARRING, BOTH EYES. 



DEPOSITION: The padenl is seen wi.h D, Omar Kira. who ad.ises ,o schedule hi™ for Macs ring, left eye. f 
.NFORMED CONSENT: The risks, M, and al.ema.ives'.o .he proposed sorger, are diseased »i.h rhe pader,.. who 

understands and agrees to proceed. 
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ABDULRAHMAN MOH'D AL AMRI, MD (350) 
Fellow, Anterior Segment 

AMA/jsd d: 15Jan06 12:21 t: 15Jan06 12:22 



OMAR KIRAT, MD (699) 

Locum Associate Consultant Ophthalmologist 

Anterior Segment 
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PATIENT NAME: 
MEDICAL RECORDS: 
EVALUATION DATE: 
PHYSICIAN: 
ROOM & BEDS: 

ADMISSION DATE: * 
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